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1980 Major Project PADS 
Description ODP Service 
Batch VM GIMS 
(CPU (Connect (Transactions, 
hrs.) hrs.) K) 
ls FY 1979 Use: 1,859 2,699 ae 
2. FY 1980 Requirement: 2,788 (+50%) 3,590: (433%) => 
3. Use First Nine Months: 351 1,369 =o 
4. Projected Use FY 1980: 468 1,825 = 


(Straight Line) 


5. Revised User Requirements: _ 
(July - September) 
6. Revised User Requirements: 


FY 80* 


*Sum of lines 3 and 5. 


Explanation of significant reduction 


**Tf line 6 is a 20% or more reduction from line 2, 
this section and classify accordingly. 


in requirements: ** 


please complete 
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